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TABLE E.4  Support of U.S. Seismograph Networks for Fiscal
Year 1979 ($1000's) for States

State                           Instruments
	Operations
	Total

Sensitive
	
	

California                256
	318
	574

Alaska                            15
	235
	250

Utah                                 10
	110
	120

Nevada
	51
	51

New Mexico
	36
	36

Tennessee
	50
	50

Washington Michigan New York
	25 18 90
	25 18 90

Virginia Indiana
	25 16
	25 16

Georgia Maine
	6 5
	6 5

Other
	1
	1

281
	986
	1,267

Strong Motion California                260
	603
	863

